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Office of the Chief Signal Officer 
Washington, 5. &. 
1? December 1946 
$IGCC«14 


Communication Facilities between the Zone of Intertor and 
Overgena Areag 


Mrestor 
Central Intelligengs Group 
Room 2173, New var Depsrtment Bullding 


i. fhe following information relative to the capability of the 
4omy Comonnd ond Administrative Network facilities: for handling central 
Tatelli gence Group traffic is furnished in anawer to your regent request, 


Ko Cecrease in capability 1s anticipated, an increase, 
25,000 werd groupe daily can be absorbed for an indefinite period, 


b. From Surope to tone of Interior. 


an additional load of approximately 25,000 word grouse 
daily can be presently handled, tut previous commitments for “ar Departe 
sent traffic and an increase in higher priority meseages inéicete all 
Gentral Intelligence Group traffic mist be discontinued in early spring 1947. 


Based on present truffic levele, no curtailment in Central 
Intelligence Group traffic is anticipated in the foresesablie future, 


a. 


Based on present traffic Levels, ac curtatiment in Central 
Intelligence Group traffic is emticlpeted in the foresecable future, 


FOF THE CHISF SIGNAL OFFIORR: 


/a/ ¥. Q.. 2BDRR 
Brigadier General, Signal Corps 
Aeting Aaset Chief Signal officer 
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